Only a few feet of the 600-foot sheer up¬ 
stream face of Hoover (Boulder) Dam remain 
visible, as the stored waters in the reservoir 
have risen and extended into the Grand 
Canyon to form the world's largest artificial 
lake. 115 miles in length. 
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Hoover (Boulder) Dam with Reservoir Filled to Capacity 
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